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27 October 1958 


MEMORANDUM FOR : Comptroller, DPS 


SUBIECT : Overhead Burden Center 


The rate of 243% is approved as 4 provisional billing rate for 
Overhead Burden Center #22, Military Instrument Assembly, for the 
period 24 February 1958 through 23 March 1958 under Contracts with 
Fastman Kodak Company. 25X1A 


Contracting Officer 


290X1A 


Dps/pcrf___ 
Distribution 
Orig. - Addressee 
2, = INC-143 
3. - MS-205 
,, - Chrono (RI) 


25X1 


Approved For Release 2006/05/25 : CIA-RDP81B00879R000900040155-2 


